Lake Michigan District Headquarters 
Environmental Protection Section 

P. 0. Box 3600 

Green Bay, Wisconsin 54303 


June 26, 1974 
Mr. James Lehrer 
Lehrer Sanitary Service 


1604 Crooks Avenue 
Kaukauna, Wisconsin 54130 


Dear Mr. Lehrer: 


I inspected Lehrer Sanitary Landfill on June 25, 1974. 


the following conditions existed: 





Lie Two pools of leachate were present on the southern 
portion of the site within 300 feet of Kankapot Creek. 
One of these pools was being filled with solid waste. 


At that time 


4400 


Bn it appeared that all solid waste was not being covered on a daily 


basis. 


3. The fill operation on the northern portion of the 
site was not screened from the surrounding residence. 


å. All areas within 300 feet of Kankapot Creek had not been 


properly closed and abandoned, 


The areas have not been 


properly sloped and seeded to prevent erosion. 


5. The area of paper mill sludge has not been covered, 


6. The engineering data requested in the November 29, 1973, 
letter from Robert Glebs of our Madison staff has not been 


received. This data was to have been submitted by January 30, 1974. 


Therefore, this office will be recommending that an order be issued with the 


following provisions: 


1. All disposal of solid waste into the pools of leachate 


cease immediately. 


2. All disposal of solid waste within 300 feet of Kankapot Creek 


cease immediately. 
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Mr. James Lehrer 
Lehrer Sanitary Service 2. | 
June 26, 1974 | 


3. The leachate pools be filled with clean earth material. 


4. All areas previously used for disposal within 300 feet of 
Kankapot Creek be closed and abandoned in accordance with | 
NR 151.12(10)(a)(b) 1-4. | 





5, The area of paper mill sludge be covered with earth material. 


6. All solid waste disposed of at the site be covered at the 
end of each day's operation. 


Ta Screening be provided on the northern boundary of the site 
to screen it from view from the surrounding residences. 


8. The engineering data requested in Mr. Gleb's November 29, 1973, 
letter be submitted within 14 days. 


Since your site is presently unlicensed, it is essential that the above items 
be given your fullest attention. If you have any questions, feel free to 
contact me. 


Very truly yours, 


DEPARTMENT OF NATURAL RESOURCES 
Environmental Protection Section 


hey 


Lawrence F. Boehm 
Natural Resource Specialist 

















LFB;ct 
cc: Solid Waste Disposal Section — Madison 
Walter P. Naab, Area Supervisor - Oshkosh 
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